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who was now Prime Minister, announced that the Chinese would be sent home immediately on the expiry of their contracts.
The Death of Campbell-Bannerman
When  Campbell-Bannerman became Prime Minister in December 1905, he was warned by his doctors that, if he added the leadership of the House of Commons to the other duties of his office, he would certainly shorten his life, and by the winter of 1907 he was an exhausted and dying man.   The death of his wife, to whom he was entirely devoted, had atly shaken him in the previous year, but he had rallied from low and in the subsequent fifteen months applied all to public affairs.   His short period as Prime Minister itle to fame.   For though the fibre of his character ~-~J in the South African War, and he had won the tenacity with which he held to his then Lons he had not, up to that point, shown any a leader or debater in Parliament, and the doubt ild be equal to the task of leading the House of ^n he became Prime Minister was by no means Vt accession to that high office seemed to make I in the two years that followed he obtained House of Commons and developed a skill in debate of which his best friends had oa capable.   The great throng of Liberal, re divided on many things, but they were at :br " C.B.," and in their readiness to submit was by no means without astuteness, but their eyes from the contrast between his ferfiods and the subtle dialectics and skilful K Balfour displayed in the leadership of :;JN|tie$ in these years presented themselves l^pi^l^twe^ Balfour and "C.B.," re-llpitf^                      -and- more; famous
Pl^                                  occasion on
but highly dialectical •**' enough of. this Mgji lightt up. This encountered some opposition from Radicals who denounced it as compromising with an evil thing, but it was in line with the new self-governing principle, and it led in practice to the speediest elimination that could have been expected of the coolie labour. After a short trial the Transvaalers, both British and Boer, decided that the drawbacks and dangers of keeping 50,000 Chinese in compounds on the Rand far outweigh^ the advantages of a cheap labour supply, and in June, ipoy, General Botha,
